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SUBJ: CIVAIR-HAND GRENADE INCIDENT AT ATHINAI AIRPORT 
ROME EOR RCAA 
REE ATHENS 7552 

1. EMBASSY HAS BEEN INFORMED BY THE HELLENIC CAA THAT NO 
OFEICIAL REPORT WILL BE RELEASED ABOUT THE HAND GRENADE FOUND 
SEPT 14, 1975 IN THE MEN'S ROOM AT THE EAST TERMINAL 

OF THE ATHINAI AIRPORT. CAA HAS REPORTED ORALLY HOWEVER 
THAT THE GRENADE WAS EMPTY, CONTAINING NEITHER EXPLOSIVE 
MIXTURE NOR FUSSE. 

2. IN THE WAKE OF THE GRENADE INCIDENT, WHICH REVIVED 
CONCERN AMONG AIRLINES ABOUT THE ADEQUACY OE SECURITY 
ARRANGMENTS AT ATHENS AIRPORT,GOG ESTABLISHED A SPECIAL 
SERVICE TO GUARD AGAINST TERRORIST ACTS AT THE ATHINAI 
AIRPORT. THIS SERVICE WHICH IS UNDER THE MINISTRY 

OF PUBLIC ORDER MUST ALSO REPORT TO CAA ALL INCIDENTS 
CONSTITUTING A THREAT TO AIRPORT TERMINAL AND AIRCRAET 
SAEETY, SO THAT CAA MAY PROMPTLY ALERT THE AIRLINES. 
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